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Message Text 

CONFIDENTIAL 

PAGE 01 COPENH 04363 061500Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO SS-15 SP-02 L-03 COM-02 CCO-OO 
CIAE-00 OTPE-OO EB-08 FCC-01 INR-10 NSAE-00 OC-06 
ICA-11 BIB-01 /072W 

032300 070358Z/23 

R 061425Z JUL 78 
FM AMEMBASSY COPENHAGEN 
TO SECSTATE WASHDC 6803 
INFO AMEMBASSY OSLO 

CONFIDENTIAL COPENHAGEN 4363 


E.O.: 11652: GDS 

TAGS: ETEL, MARR, DA, FO 

SUBJ: CLARINET PILGRIM 

REF : 77 COPENHAGEN 903 

1 . DANISH FOREIGN OFFICE OFFICIAL CALLED EMBASSY OFFICER 
TODAY TO STATE THAT DANES HAVE LEARNED OF US DECISION NOT 
RPT NOT TO REQUEST PERMISSION OF NORWEGIAN GOVERNMENT FOR 
INSTALLATION OF CLARINET PILGRIM COMMUNICATIONS FACILITIES 

IN NORWAY. CONSEQUENTLY, THE DANISH GOVERNMENT WOULD APPRE- 
CIATE BEING INFORMED WHAT US INTENTIONS ARE NOW REGARDING 
THE INSTALLATION OF SUCH A FACILITY AT EJDE IN THE FAEROE 
ISLANDS. 

2. ACTION REQUESTED: EMBASSY IS NOT AWARE THAT CLARINET 
PILGRIM FACILITIES HAVE BEEN INSTALLED AT EJDE EVEN THOUGH 
PERMISSION WAS GRANTED MORE THAN A YEAR AGO (SEE REFTEL). 
EMBASSY WOULD APPRECIATE BEING INFORMED OF CURRENT STATUS 
OF PROJECT AND INTENTIONS OF US GOVERNMENT SO THAT DANISH 
GOVERNMENT MAY BE INFORMED. 

DEAN 

CONFIDENTIAL 


NNN 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MILITARY COMMUNICATIONS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 jul 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978COPENH04363 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D780278-0732 

Format: TEL 

From: COPENHAGEN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780792/aaaaczjm.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 1a7b827a-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: CONFIDENTIAL 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 COPENHAGEN 903 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

SAS ID: 2108093 

Secure: OPEN 

Status: NATIVE 

Subject: CLARINET PILGRIM 
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Type: TE 
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